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IRVING PARK YMCA 

4251 W. IRVING PARK ROAD 

PENsacola 1400 

Serving northwest Chicago, located in a re¬ 
sidential district. 230 rooms lor men, many 
with running water - bath. Twenty-four hour 
service. Swimming pool, gymnasium and other 
recreational facilities. 12 minutes to Down¬ 
town Chicago via Chicago & Northwestern Ry. 
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